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INVENTORY  REPORT  No*  4 
Medical  Materiel  and  Instruments 

The  following  Japanese  medical  material  and  instruments 
have  been  examined  and  found  to  be  of  no  Intelligence  value: 


301. 

302. 

303. 

304. 

305. 

306. 

307. 

308. 

309. 
310  > 

311. 

312. 
313  « 
314o 
315. 


Forceps,  castrating,  veterinary,  in  wooden 
s  case,  13  3/4*  x  6  1/2"  x  2  1/2”  ea 

Metalograpic  specimens,  in  wooden  box,  15  3/4” 
x  11  1/4”  x  2”  ea 

Curettes,  veterinary,  assorted 

Scissors,  set  of  15  assorted,  in  wooden  case, 

18  1/2”  x  11”  x  2  1/2”  ea 

Flag,  veterinary  department,  53”  x  48”  ea 

Marker,  cloth,  for  veterinary  hospital, 

12”  x  63"  ea 

Cutters,  surgical,  veterinary,  3  types  ea 

Rongeurs,  veterinary,  assorted 

Specula,  veterinary,  6  types  ea 

Retractors,  veterinary, ■ 5  types  ea 

Saw,  bone,  veterinary  ea 

Forceps,  veterinary,  assorted  ea 

Stethoscope,  plastic  and  rubber,  veterinary  ea 

Instrument  for  opening  horse* s  mouth  ea 

Balance,  portable,  5  kg.,  veterinary,  with¬ 
out  case  ea 


1 

59 

1 

1 

1 

1 

1 

1 

1 

6 

1 

1 

1 


316.  Bandage,  veterinary;  insulated,  for  horse's 

hock  ea  1 

317.  Lamp,  electric,  veterinary,  5  3/4"  x  2  3/4” 

x  4  1/4”  ea  1 

318.  Kit,  orthopedic  instruments,  veterinary,  in 

wooden  case,  14;t  x  5  1/4”  x  3  3/4”  ea  1 

319.  Chest,  dental,  26  3/4”  x  15  3/4”  x  12”, 

containing:  (incomplete) 


Dental  lathe 

ea 

1 

Cups 

ea 

5 

Pans,  gauze  sterilizing,  small 

ea 

2 

Mortar,  small 

ea 

1 

Lamp,  alcohol 

ea 

1 

Flame  shield  for  sterilizer 

ea 

1 

Sterilizer 

ea 

.1 

Forceps,  extracting 

ea 

4 

Forceps,  gold  crown  cutting 

ea 

1 

Forceps,  wire  cutting 

ea 

1 

Forceps,  rectifying 

ea 

1 

Forceps,  treating 

ea 

1 

Drier 

ea 

1 

Points,  pulp  extracting 

doz 

5 

Probes 

doz 

5 

Point,  cutting 

ea 

1 

Points,  carborundum 

ea 

12 

Wheels,  carborundum 

ea 

6 

String,  binding,  roll 

ea 

1 

Wire,  silver 

meter 

•  1 

Celluloid,  tubular,  box 

ea 

1 

Disk,  sandpaper,  box 

ea 

2 

Pan,  dissecting 

ea 

1 

Cups,  dissecting 

ea 

2 

Thymol 

gm 

20 

Sulphate  cement,  bottle 

ea 

12 

Sulphate  cement,  liquid,  bottle 

ea 

12 

Phosphate  cement,  box 

ea 

3 

Silicate  cement,  box 

ea 

2 

Cocoa  butter,  box 

ea 

1 

Cocaine,  tablets,  external  use 

ea 

60 

Novocaine  solution^  strong;  ampoule 

ea 

30 

Oil,  engine  lubricant,  bottle 

ea 

1 

Stopping  material 

ea 

1 

Sandarac  solution 

gm 

100 

Adrenalin  solution,  ampoule 

ea 

10 

Arsenous  acid  ointment,  bottle 

ea 

1 

Amalgam  alloy 

ea 

1 

Gutta  percha,  dental,  sheet 

ea 

2 

Silver  nitrate 

gm 

20 

Mercury 

gm 

100 

Forceps,  long 

ea 

2 

Plugger,  rubber 

ea 

2 

-  2  - 


Chisel 

Plugged,  amalgam 
Bougie*  dental 
Probe 
Curette 

Forceps  ,  dental 
Holder,  gold  crown 
File,  for  gold 
Mirror,  dental 
Spatula,  for  cement 
Reamer,  Kerr,  box 
Mandrel 

Points,  root  canal  enlarging 
Kit*  dental,  instrument 
Syringe,  dental,  set 
Syringe,  for  water,  glass 
Board,  cement  preparation 
Container,  mercury 

320.  Kit,  water  testing,  veterinary,  in  wooden 

case,  7"  x  4"  x  2  l/2" 

Containing  test  papers  for: 

Mercuric  chloride 
Alkaloids 
Arsenic  compounds 
Hydrocyanic  acid 

321.  Funnel,  leather,  veterinary,  for  collection 

of  urine 

322.  Bandage,  waterproof,  veterinary,  27n  x  14" 

323©  Suit,  veterinary's,  anti-gas,  all  rubber, 
with  gloves 


ea  4 

ea  2 

ea  1 

ea  1 

ea  1 

ea  2 

ea  2 

ea  1 

ea  2 

ea  2 

ea  1 

ea  2 

ea  12 

ea 
ea 
ea 
ea 
ea 


ea  1 


ea  1 

ea  2 


ea  1 


324© 

Markers,  route, 

hospital,  veterinary 

set 

1 

325. 

Bandage,  cloth, 
straps,  27"  x 

fc-*  horse,  with  fastening 

16" 

ea 

1 

326. 

Bandage,  cloth, 
straps,  o0,;  x 

for  horse,  with  fastening 

24:i 

ea 

1 

327. 

Bandage,  cloth, 

for  horse,  44"  x  22" 

ea 

1 

328. 

Viewing  lisht,  x~ray,  with  rheostat,  13  3/4" 
x  13  3/4"  x  17  l/2 n 

ea 

1 

329© 

Kit,  examination  of  water  and  urine, 

veterinary,  in  wocdon  case,  17"  x  11  l/4u 
x  7  ?/4R 

ea 

1 

0 

0 

00 

Kit,  veterinary 
15”  x  XI  1/4" 

medicine,  in  wooden  box, 
x  8  l/4?S  incomplete 

ea 

1 
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331* 

Kymograph,  pulse-recording,  photographic, 
in  case,  7”  x  4  1/2-*  x  5:i 

ea 

1 

332o 

Lamp,  operating 

ea 

1 

333* 

Steriliser,  for  field  hospital 

ea 

1 

334. 

Kit,  aviation,  first  aid 

ea 

1 

335. 

Bottle,  transfusion 

ea 

1 

336„ 

Articulators,  dental,  large  and  small 

ea 

1 

337. 

Bone  plate,  screws  and  saddler 

ea 

1 

338. 

Meg-ohmeter 

ea 

1 

339. 

Kit,  dental  surgery,  in  wooden  box 

ea 

1 

340. 

Tank,  developing,  x-ray  plates 

ea 

1 

341. 

Burner,  laboratory,  stove-type 

ea 

1 

342. 

Burner,  gas  and  compressed  air 

ea 

1 

343* 

Burner,  Bunsen,  with  Meker  tip 

ea 

1 

344. 

Apparatus,  electro-cautery,  large 

ea 

1 

345. 

Pack,  medical,  field,  fur-backed,  with 
carrier,  12"  x  4  l/2”  x  10” 

ea 

1 

346. 

Packj  medical,  field,  fur,  with  carrier, 

13”  x  5”  x  12” 

ea 

1 

347. 

Pack,  medical  private1 s,  type  "A",  with 
carrier,  15”  x  8”  x  19” 

ea 

1 

348. 

Kit,  first  aid,  purpose  unknown,  in 
canvas  case,  12”  x  4  l/2”  x  8  1/2” 

ea 

1 

349. 

Balance,  Harvard  beam,  in  wooden  case, 

14  1/2”  x  4  1/2”  x  8” 

ea 

1 

350. 

Kit,  syringe,  veterinary,  5  co<>,  5  in 
metal  case,  6”  x  4  1/2”  x  3/4” 

ea 

1 

351. 

Kit,  syringe,  veterinary,  20  cc.,  10  in 
wooden  case,  15”  x  8”  x  2  1/4” 

ea 

1 

332e 

Kit,  syringe,  veterinary,  30  cc3,  10  in 
wooden  case,  17  .1/2’'  x  8”  x  2  1/2” 

ea 

1 

353. 

Kit,  eyviage,  veterinary,  50  ccc,  10  in' 
wooden  case,  19  3/4”  x  9  l/4”  x  2  3/4” 

ea 

1 
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354e  Set,  Hydrometers*  21  pieces,  incomplete,  in 
imitation  leather  case,  22  1/2"  x  13  1/2" 
x  3"  ea 

355*  Kit,  first  aicL  aviation,  substitute  type, 

1st  modification  imitation  leather, 

7  1/2-'  x  i  3/4"  x  2  3/4?  ea 

356.  Ecraseur,  for  castration  and  removal  of 

tumors ,  veterinary,  in  wooden  case, 

15"  x  5iT  x  1  3/4"  ea 

357,  Ecraseur,  for  castration  and  removal  of 

tumors,  veterinary,  in  wooden  case, 

13  1/2"  x  7  1/2”  x  2”  ea 

353.  Set,  cauterizing,  in  wooden  case,  19  l/2n 

x  3  1/4"  x  2  3/4"  ea 

359.  Pouch,  surgical,  veterinary,  leather, 

obsolete  ea 


360,  Pouch,  veterinary,  leather,  obsolete  ea 

361.  Pouch,  veterinary,  leather,  with  wooden 

insert  ea 

362„  Set,  veterinary  officer’s,  field, 

obsolete,  consisting  of  two  compart-* 
mented  chests,  28”  x  13  1/2"  x  11  1/2” 
containing  assorted  instruments,  medic¬ 
ines  and  supplies  frequently  used  by 
all  veterinary  officers,,  (This  model 
was  replaced  in  1938  by  Set,  Veterinary 
Officer’s,  Field,  Type  1938,  a  subject 
of  Medical  Technical  Report  No.  193.  ea 

363c  Pannier,  veterinary  officer’s,  field, 
leather,  for  use  in  artillery  units, 
obsolete*  (This  pannier  is  29  1/2”  x 
13  1/2”  x  3.9  1/2”  and  contains  the 
same  assortment  of  instruments,  medic¬ 
ines  and  supplies  as  item  #362.  This 
model  was  replaced  in  1938  by  Pannier, 
Veterinary  Officer’s,  Field,  Type  1938, 
a  subj'ect  of  Medical  Technical  Report 
No*  193®)  ea 


364*  Hospital,  Shipboard,  veterinary,  obsolete, 
consisting  of  two  ccmpartmented  wooden 
chests-,  27  1/2”  x  14  l/2rt  x  18”  contain¬ 
ing  assorted  instruments,  medicines  and 
supplies  required  for  care  of  horses  dur¬ 
ing  transit  in  a  cargo  ship*  (This 
model  was  replaced  in  1933  by  Hospital, 


1 


1 


1 


1 

1 

1 

1 

1 


1 


1 
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Shipboard,  Veterinary.  Type  192  8*  the 
subject  of  Medical  Technical  Report  No *191) 

ea 

1 

365, 

Rack,  test  tube,  collapsible 

ea 

1 

366, 

Clothing,  laboratory  technician,  veterin¬ 
ary 

set 

1 

367. 

Tracheotomy  tube,  for  horse 

ea 

1 

368ft  Chest.  Gas  casualty  treatment,  veterinary, 
field,  obsolete,  26”  x  15  1/2”  x  9  l/2n, 
containing  assorted  drugs  and  expendables 
for  treatment  of  horses  exposed  to  chem¬ 
ical  warfare  agents 3  (This  model  was  re¬ 
placed  in  1936  by  Chest,  Gas  Casualty 
Treatment,  Veterinary,  Fie.ld,  Type  1936, 
the  subject  of  Medical  Technical  Report 
No.  196.)  ea  1 

369*  Chest,  Medical,  No„  2,  Medical  Officer* s, 

28”  x  13  1/2”  x  14” •  (This  chest  is 
supplementary  to  chests,  medical.  Nos* 

1  and  3,  for  batallion  aid  station  and 

contains  assorted  previously-reported 

expendable  supplies  for  use  when  chest 

Nos.  1  and  3  are  insufficient 0  Samples 

of  chests  1  and  3  were  shi.pped  to  The 

Surgeon  General  from  the  Philippines  on 

25  August  1945 0)  ea  1 

370.  Hospital,  Military  Dog,  obsolete,  in  chest, 

26 ”  x  15”  x  10  l/2”.  (This  model  was 

replaced  in  1936  by  Hospital,  Military 

Dog,  Type  1936,  the  subject  of  Medical 

Technical  Report  No0  205 ->)  ea  1 

371.  Chest,  Veterinary,  Horse  Purchasing, 

obsolete,  incomole te,  26”  x  13”  x  18”, 3 
(This  model  was  replaced  in  1936  by 
Chest,  Veterinary.  Horse  Purchasing, 

Type  1936,  the  subject  of  Medical 


Technical  Report  Noa  200, 0) 

ea 

1 

372. 

Ionometer,  with  standard  radium  cell,  in 
leather  case,  16”  x  7  1/4”  x  11” 

ea 

1 

373. 

Gage,  hoof  measuring,  veterinary,  ex¬ 
perimental 

ea 

1 

374. 

Clamp,  for  castration,  veterinary 

ea 

1 

375, 

Phlebotomy  knife,  veterinary 

ea 

1 
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2 


376.  Forceps,  artery,  veterinary 

377.  Probe,  type  "Su,  veterinary 

378.  Forceps,  hook,  Veterinary 


ea 

ea  1 

ea  1 


379.  Depressor,  tongue,  metal,  veterinary  ea  1 

380.  Hospital,  Veterinary,  Field,  for  Army, 

obsolete,  incomplete,  11  of  12  chests, 

27  1/4"  x  14"  x  18  1/2",  containing  in¬ 
struments,  equipment  and  supplies  de¬ 
signed  to  supplement  Sets,  Veterinary 
Officer's,  Field,  obsolete  (inv  #362) 
to  equip  a  "Commissary  Line"  (Army) 

Veterinary  Hospital.  (This  set  was 
replaced  in  1938  by  Hospital,  Veterin¬ 
ary,  Fields  Type  1938,  the  subject  of 
Medical  Technical  Report  No.  214.)  ea  1 

381*  Searchlamp,  acetylene,  veterinary,  field  ea  1 

382.  Lantern,  hospital  marking,  veterinary, 

field  ea  1 


383.  Tracheotomy  tube,  large,  veterinary  ea 

384.  Kit,  surgical  instrument,  veterinary, 

field,  in  wooden  case,  91/2  x  8"  x  3"  ea 

385*  Kit,  dissecting  instruments,  veterinary,  in 

wooden  case,  13  1/4"  x  10"  x  3  1/2"  ea 

386.  Kit,  cautery,  gasoline-heated,  veterinary, 

in  wooden  case,  16  3/4"  x  5"  x  2  1/2"  ea 


387.  Laboratory,  veterinary,  for  use  at  ports 
of  debarkation,  obsolete,  in  7  wooden 
chests,  20"  x  20"  x  16  l/4",  containing 
•.ssorted  laboratory  equipment  and  expend¬ 
ables*  (This  model  was  replaced  in  1938 
by  Laboratory,  Veterinary,  Field,  Type 
1938,  the  subject  of  Medical  Technical 


Report  No*  197.)  ea 

388.  Chest,  military  dog  purchasing,  veterinary, 

type  1940,  experimental,  incomplete  ea 

389.  X-ray  unit,  veterinary,  field,  2  s heads* 

in  leather  box,  29"  x  20  l/4:  x  11 1 ,  in¬ 
complete  ea 

390.  Kit,  preparation  for  surgery,  in  wooden  box, 

7  1/2"  x  5"  x  1  3/4"  ea 


1 

1 

1 

1 


1 

1 


1 

1 
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391.  Set,  surgical  instruments,  type  99  >  Box  1 

in  wooden  case,  17"  x  11'  x  8  1/4”  (Box  2 

of  set  was  reported  to  Office  of  The 

surgeon  General  and  shipped  to  US  25  Aug  45)  ea 


392#  Lamp,  infra-red,  with  stand,  24”  ea 

393.  Container,  punk,  insect  repellent,  Navy  model, 

4  1/2"  ea 

394.  Retractor,  spring,  triple-point  ea 

395.  Clamp,  bone,  screw  handle,  Navy  type,  8"  ea 

396.  Kit?  physical  examination,  incomplete,  in 

leather  case,  10  1/4"  x  11  3/4*'  x  13  1/4”  ea 

397.  Handle,  folding,  for  Gigli  saw,  18”  ea 

398.  Meter,  lung  capacity,  5  1/2"  x  13"  x  17  1/2*1  ea 

399.  Rheostat,  for  electro-cautery  apparatus, 

6"  x  6"  x  9"  ea 


400.  Oxygen  inhaling  apparatus,  modified  type,  in 
wooden  chest,  31  l/2M  x  19  1/2"  x  12  1/2" 

(Except  for  location  of  rubber  tubing  on 
large  oxygen  bag,  this  item  is  identical 
to  Oxygen  Inhaling  Apparatus,  the  subject 
of  Medical  Technical  Report  No.  139)  ea 


n 

a. 

1 

1 

1 

1 

1 

1 

1 

1 

1 


